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Message Text 


LIMITED OFFICIAL USE 
PAGE 01 STATE 058116 
15 

ORIGIN COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-11 SS-20 RSC-01 AID-20 INT-08 
SCI-06 AEC-11 /088R 
66617 

DRAFTED BY: COM/BIC/OED/MEPD/JPHILBRICK 
APPROVED BY: EB/CBA/OCA/REP:G P WILSON 
COM/BIC/OED/MEPD/JMSANDS, DIR 
COM/BIC/OIM/GBECK PHONE 
STATE/NEA/ARP/QLUMSDEN PHONE 

061954 

R 222130Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY KUWAIT 
INFO AMEMBASSY ABU DHABI 


LIMITED OFFICIAL USE STATE 058116 

E.O. 11652: N/A 
TAGS: BEXP, KU 

SUB J : MAIOR PROJECT: POWER/DESALINATION FACILITY, QATAR 
REF : KUWAIT 1005 

1. COMMERCE DISCUSSED WITH CHEMICO/ENVIROGENICS 
WASHINGTON REP HIS FIRM'S REASONS FOR DECLINING BID 
SUBJECT PROJECT. REP STATED THAT FIRM HAS MADE CORPORATE 
DECISION - NOT TO BID MSF. THEY WILL GO WITH VTE IN 

THAT AREA OF THE WORLD OR NOT BID AT ALL. THE FIRM THAT 
WAS EXPECTED TO BID THE MSF TECHNOLOGY IS A GERMAN 
LICENSEE OF CHEMICO, ENVIROGENCIS AND THE WASHINGTON REP 
WAS NOT ABLE TO COMMENT ON THE REASONS WHY THAT FIRM 
MIGHT HAVE DECIDED NOT TO BID. 

2. CHEMICO ENVIROGENICS HAS NOT LOST INTEREST IN PURSUING 
DESALINATION IN NEAR EAST. WASHINGTON REP APPEARED 
GREATLY INTERESTED IN ABU DHABI 0295 WHICH DISCUSSES 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 058116 

EXTENSIVE PLANS FOR DESALINATION IN ABU DHABI. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRFI 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE0581 16 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/BIC/OED/MEPD/JPHILBRICK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740062-0736 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9740321 /aaaaatvq. tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: KUWAIT 1005 

Review Action: RELEASED, APPROVED 

Review Authority: MorefiRH 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 AUG 2002 by martinmb; APPROVED <05-Sep-2002 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: POWER/DESALINATION FACILITY, QATAR 
TAGS: BEXP, KU 
To: KUWAIT 
Type: TE 
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